
SHOWER ENCLOSURES 



Bathroom Shower Screens 

Cardinal Shower Enclosures is a full service domestic manufacturer of shower enclosures, 
offering an extremely wide selection of models, finishes and glass options, from patterned to 
cast glass. Our enclosures are engineered to the highest possible standards for maximum 
reliability, and carry a lifetime guarantee against defects in craftsmanship and materials on 
extruded aluminum parts. We also produce all of our stunning cast glass in-house, ensuring the 
best quality for your enclosures and architectural glass applications. 

Custom Powder Coating 

Cardinal Shower Enclosures is pleased to offer a wide variety of 
custom powder coat colors for our shower enclosures. These colors 
can be applied to nearly any of our standard or custom shower 
enclosures to give your enclosure a unique look. These finishes are 
extremely durable and will provide years of service. 

The Hammertone finishes provide some serious texture to the 
enclosure (see the photos). Several fine grain and rough grain colors 
are available. 

Hundreds of other colors are available via special order. Call for 
details. 

Please contact us regarding powder-coating heavy glass hardware. This is a more complicated 
process and requires the disassembly and reassembly of the heavy glass hinges. 

Standard Finishes 

Cardinal tub and shower enclosures are offered in a variety of finishes. 
Below are all of our standard finishes. For more information about 
which finishes are available with which enclosures, see each of the 
shower enclosure series pages. 

The two bronze finishes are shown to the right. The Oil Rubbed Bronze 
is the classic bronze finish, and the Roman Bronze is more chocolatey and matches many of 





today's newer bronze fixtures and hardware. The Roman Bronze has more of a matte finish 
when compared with the Oil Rubbed Bronze. 

Ultimate Optique Glass 

Cardinal Shower is pleased to announce our new line of thermally 
formed art glass designs. This new glass incorporates a revolutionary and 
innovative kiln casting process that integrates the rich textural elements 
of kiln formed glass with unobstructed, optically clear areas or patterns, 
creating an effect that is striking and original. This glass is available for 
both shower and architectural applications. 

Custom patterned six panel shower enclosure. We carried the clear/cast 
combo through all six panels. 

Craftsman Series 

Both swing door and sliding door units are available in three 
finishes: chrome, gold, and brushed nickel. These framed units are 
very high quality and are offered at competitive prices. 

• High quality framed enclosures at competitive prices 

• Available in Brushed Nickel, Chrome and Gold Finish 

• Available with 5/32" or 3/16" Clear, Rain or Obscure glass 

• These units are very easy to assemble, speeding up 
installation time 

• East Coast sliders shipped with two towel bars and are full- 
bypass doors. West coast units shipped with a towel bar on 
the outside and a pull on the inside. 

Sliding Door Enclosures 

All of our sliding door enclosures, including the Craftsman, Cardinal, Euro and Apollo series all 
provide the same level of water-escape protection. 

The shingling effect on the two doors, as well as deep channels and a sloped bottom rail all help 
to keep water in the shower. 





Bath Screens 



Bath screens are a great option for those that prefer a more open 
shower environment. Generally these feature a single operable door or 
a fixed panel. 

Our stock operable bath screens feature 3/8" clear glass, have a 12" 
radius and are notched for two hinges. They measure 30" x 60" or 36" x 
60", and have a flat polish. We are offering them (with or without the 
hinges) at a very competitive price. 

As you can see from the pictures below, bath screens can go from the 
simple and elegant to the extraordinary. 

This fixed bath screen features 3/8" clear glass with a custom cut, chipped an 
Photo courtesy of Height Glass in Chicago, IL. 

Cardinal Builder Series 



• Available as the "Trojan Series" on the West Coast 

• The Cardinal Builder series enclosures are our base line of 
sliders 

• Solidly built and designed to last for years 

• Several stock sizes are available to match most fiberglass tub 
inserts and basic tub and shower enclosures 

• Available with our standard double-towel bar 



For more information please visit 
http://www.cardinalshower.com 



